FEDERAL BUREAU OF INVESTIGATION 
FOI/PA 

DELETED PAGE INFORMATION SHEET 
FOI/PA# 1215237-0 


Total 

Deleted 

Page 

(s) = 

Page 

14 

- b6 ; 

b7C; 

b7D; 

Page 

15 

- b6 ; 

b7C; 

b7D; 

Page 

18 

- b6 ; 

b7C; 

b7D; 

Page 

19 

- b7D; 



Page 

24 

- b7E; 



Page 

28 

- b6 ; 

b7C; 



XXXXXXXXXXXXXXXXXXXXXXXX 
X Deleted Page(s) X 
X No Duplication Fee X 
X For this Page X 
XXXXXXXXXXXXXXXXXXXXXXXX 



(01/25/199$) 


FEDERAL BUREAU OF INVESTIGATION, 


Precedence: ROUTINE 

To: Chicago 

Prom: Chicago 

Squad WC-3 .r 
Contact: SaJ 


Date: 07/19/1999 


Attn: SSA 


Approved By: 


r 


T7" 






b6 

b7C 


Drafted By: 

Case ID #: 194B-CG-NEW- (Pending) 


Title: 


•CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 
13TH DISTRICT; 

BARBARA PANOZZO; 


[ 


] 


CSLPO-STATE LEVEL; 
00: CHICAGO 


Synopsis: Recommend full investigation be opened as captioned 
above . 

Details: Based on the following information, it is recommended 
that a full investigation be opened and assigned to the writer as 
captioned above. 

On 06 /11/1999, writer met with Assista nt United States 


Att orney (AUSA) f 
and 


(PROTECT IDENTITY) . f 


Attornev-at- LaW, 


requested that his name not be revealed outside the Department of 
Justice. The purpose of the meeting was to discuss allegations 
of ghost payrolling in. the office of Cook County Commissioner 
CALVIN SUTKER. 


apprise 


.On. 


05/13/1999, 


wrote AUSA 


in order to' 


of information that he had received about ghost 


payrollihg in > SUTKER’s office from a client 


A su bsequen t telephone conversation occurred in which 
informed*! that .a. client of his, 

mad 


told him that SUTKER’S Campaign Manager, BARBARA PANQZZc f 

are on the county payroll, with SUTKER’S 
knowledge, but do little or no work.. ^ 








t 


nvwvJoi’.gt- 
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b7C 

b7D 
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b7D 
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b7D 
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To: Chicago FrcA Chicago 
Re: 194B-CG-NEW,~7/19/1999 


On 06/11/1999 J 


SUTKER f I Enac 

Barbara P ANO ZZO is being paid as a full-time employee/ but had in 
fact been staying at home pr occas ionally comi ng to the SUTKER'S 


e 02 

office for severa l years.. \_ 

that BARBARA PANOZZO actually works on political 


advised that [ 


campaigns ana snows up in t he offic e every cou ple of weeks for a 
few hours, then goes hom e. 1 stated that^ 


lsUTKER and BARBARA PANOZZO I 


I 




stated that 

are extremely 


uncomfortable about! 


Jstated that he believes that 


[ 

C 


cooperate fully with any investigation. 

also stated that f 


would 


ISUTKER at 4119 West, Main 




Sko 


kie,. linnoi g 

BARBARA PANOZZO is never in the Skokie office. 


orimlnvflfl 


further advjj god that 

hv the rnnnt-V since 


has hpp, 


in SHTKER*S 


SUTKER. H 


lstated that I 


l 


lstated thatf 


J 




1 has previously been 


notf 


ladvised that SUTKER cou ld 


BUTKER’L 


stated that SUTKER 


h. 


A review *of the Public Corruption control; file revealed 
an anonymous letter alleging ghost payrolling JLn SUTKER’S office.. 
The letter, dated 04/28/1999 and addressed to the FBI, indicates 
that the/writer is I I with inform ation about 

I ghost pavrollincr iiy SUTKER’S office by * BARBARA PANOZZO | | 

Specifically, the anonymous letter indicated that 
BARBARA PANOZZO is ;paid as- a full-time SUTKER employee who *sits 
at home every day or is out lunching with people for political 
campaigns . * The , letter also stated, that PANOZZO rarplv r.nmps to 
the county building and that SUTKEq | 


b6 

b7C 

b7D 


b6 

b7C 

b7D 
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he anonymous letter also in dicated that 

SUTKERl 


The letter indicate 


n SUTKER’S f 
could corroborate 


re allegations. 


Preliminary physical surveillance has corroborated 
these allegations. An elderly woman, identified by | | as 

BARBARA PANOZZO, has been spotted and photographed at her 
residence during normal business hours. In addition, 
surveillance has observed BARBARA PANOZZO performing ostensibly 
personal errands (i.e. : going to the bank and the post office) as 
well as visiting with her daughter and grandchildren during 
normal business hours. 

Preli minary surveillan ce and photo graphs, identifie d by 
| as being I I have, placed ! H in 

ana around his residence, performing such duties as painting the 
exterior of the residence! and ■ wat ering, the laWh; during normal 
business hours. ] has been observed leaving the 

residence one time for approximately, forty-five minutes during 
five physical surveillances of his residence during normal 
business hours. 

Pretext telephone calls have indicated that BARBARA 
PANOZZO is not in SUTKER’S downtown office when called during, the 
hours the office is open and spot checks on the Skokie office 
have failed to turn up her Vehicle at that location. 

AUSA" Opinion; On 06/11/1999, AUSA I ~l gave a 
favorable prosecutive opinion and requested that the FBI conduct 
preliminary physical surveillance, in order to corroborate the 
information that had been, received. 

f 

«On 07/15/1999, AUSA| |was advised of the results of 

the. preliminary surveillance ahd Indicated that there was 
pred icatio n to open a Grand Jury investigation into the. matter. 
AUSA | ~~| requested that the FBI open an investigation; into the 
matter as well. 

Initial Investigative. Strategy: An initial 
investigative strategy will include continued, physical 

surveillanc e, subpoena of tel ephone records, and 1 poss ibly 

approaching j I about becoming cWs givenl | 

statements that; they .are uncomfortable about ! - I 

I |and likely willing to cooperate.; 


3 - 







To: Chicago Frd® Chicago 

Re: 194B-CG-NEW, 07/19/1999 


Following the exhaustion of. all covert, leads, the overt, 
phase of the investigation will begin. The overt phase will 
initially include the subpoena and review of personnel records, 
payroll/time sheet records, bank statements, any consulting or 
employment contracts, and logical interviews Will be conducted. 


(01/26/1998) 


FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE Date: 07/28/1999 

To: Criminal Investigative Attn: SSA l I Public; 

Corrupt ion/CiVil Rights. 
Section, Public Corruption- 
Unit, Room 3841 


From: Chicago 



Case ID #: 194B-CG-110663^Pending) 


Title:' CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 

13TH DISTRICT;’ 

BARBARA PANOZZO; b6 

I I b7- 

CsLPO- STATE LEVEL; 

00:. CHICAGO 

Synopsis: Enclosed for FBIHQ are. the; original and. two copies of 
an LHM’ captioned and dated as above.; 

Details: Original and two copies of an LHM. captioned and dated 
as above. 



♦ ♦ 



Jof/ft^oS.£d 



U.S. Department of Justice 



Federal Bureau of . Investigation 


ia Reply, pie*$e Refer to Chicago, Illinois 60604 

Fife No. 

July 28, 1999 


CALVIN SUTKER, COOK COUNTY COMMISSIONER, 


13TH DISTRICT; BARBARA PANOZZO; £ 


CORRUPTION OF STATE AND LOCAL PUBLIC OFFICIALS - STATE LEVEL 


This investigation was predicated on July 19, 1999 
after | | provided the 
United State's Attorney’s Office and the FBI with specific 
information he had received about a ghost payrolling scheme in 
the office of Cook County, Commissioner CALVIN SUTKER. 


[ 




On 0 6/11/1999, Assistant United State's Attor ney 
land S pecial Agent (SA)[^ 


(AUSA) 

1F.B.I. . met 

tPROTECT IDENTITIYTTI l 

|and ms attorney,! 
name not be. reveaiea oucsj.de 


^requested that his 


the Department of Justice following this meeting. The purpose of 
the meeting was to discuss allegations of ghost, pa yrolling in the 

1 ~~T J 

] BARB AKA. PANOZZO 


office of Cook County Commissioner CALVI 
advised that he had received information 


N_SJ 

G 


SUTKER. 


]tb 


|are being paid as full-time. 

employees on SUTKER’s cook county payroll, with his knowledge, 
but do little if any work. 


Specifically, 


told 


him that BARBARA. PANOZZCi has been SUTKER’S Campiigh MAh&gSY Ibr a 
number of years and has continued being paid by SUTKER as a full- 
time Office Manager, despite the fact that, she had been staying 


at home or only occasio nally -co ming to. SUTLER'S office for a few 


hours every few weeks. I~ 


1 sfcafcftd that 


1 sutkerT 






e! 


CirPVPP in QVnVih [ 


BARBARA PANOZZO is never in SUTKER’S Skokie oitice. 


employed by <jook J County since 


sed that 


has been 
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t V 




ladvised that I lare extremely 




1 

Istated that he believes that both would 


cooperate fully with any investigation. 


On, June 2, 1999 , a review of the Public. Corruption 
control file, r evealed an anonymous lett er, whose, writer stated 


that he/ she is 
BARBARA PAN0ZZ07J 


payrolling scheme in SUTKER’s office. 


alle ging that SUTKER, 
[ involved in a ghost 


Preliminary physical surveillance has corroborated- 
these allegations. BARBARA PANOZZO has been spotted and* 
photographed around her residence during normal business hours. 
In addition, surveillance has observed her performing ostensibly 
personal errands 1 (i.e. going to the bank and the post office, 
working on the lawn) during normal business hours. 

Preliminary surveillance has also placed ! 

| | in and around his residence performing sUch duties as> 

painting the exterior of the r esidence and wate ring the lawn 
during normal business hours.; I l has been observed 

leaving the residence one time for approximately forty- f ive 
minutes during five physical surveillances on his residence. 


Pretext telephone calls have indicated that BARBARA 
PANOZZO is not in. SUTKER’S downtown office when called during the 
hours the office; is open and spot checks on the. Skokie office 
have failed to turn up her vehicle, at that location.; 


On J uly 15, 1999, Assistant. United State’s Attorney 

| agreed that their was predication to open a Grand 
Jury, investigation. AUSA l advised that this matter had 

prosecutive potential for violation of' Title 18, United States 
Code, Section 1341 (Mail Fraud) and Title 18, United States Code, 
Section 666 (Program Fraud) , if additional evidence is obtained. 


An initial investigative strategy will include 
continued physical surve i 1 1 ance . subpoena _ of telephone records. 


and p pssiblv 
given 


3 


proaching 

statements 


about, becoming CWs 

that, they are uncomfortable .about 
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cooperate. 


and likely willing to 


.Following the exhaustion of all covert leads, the overt 
phase of the investigation will begin. The overt , phase will 
initially include the subpoena and review of personnel records, 
:payroll/time sheet records, bank statements, any consulting or 
employment contracts and logical interviews; will be conducted. 
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( 01 / 26 / 199 $) 


FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE 
To: Chicago 


Dates 07/28/1999 


Attn: 


WC-3 Rotor 


Prom: Chicago 



Case ID #s 194B-CG-1 10663 (Pending) 

Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 

13TH DISTRICT; 

BARBARA PANOZZO; 

^CSLPO-STATE LEVEL; 

00: CHICAGO 


Synopsis: Request the following subfiles be opened as necessary 

Details: The following subfiles need to be opened in the above- 

captioned case: 


Code 

Standard Subfile 

302 

302s and Inserts 

FISUR 

Physical Surveillance 

BI 

Background and Historical Information 

SBP 

Subpoenas 

MC. 

Mail Cover 


♦ ♦ 







Patrick W. Walsh, 

W ATTORNEY AT LAW 


415 North USalu- Sute 201 • Okaco, JuinoiS 6061 0 • (312) 467-5300 • Fax (31 2) 467-6330 


May 13, 1999 


Dear 

Here is the information I received. Whether it constitutes a violation of the 
United States Code, is not my call.. , 


Very truly yours, 


‘ b6 
hlC 



Also licensed in California ano Texas _ t 

S ~ 









I 

I 




Ghost Payrolling: Offices of Cal Sutker 
118 North Clark, 5* Floor 
42 19 West Main St Skokie, H 


Barbara Panozzo: Works once every week or two. Supposed to be a full time employee. 
Surveillance of her home at 2041 W. 1 10 th Place, (Chicago, will demonstrate that After 
observing for several weeks, subpoena time sheets several weeks later from Cook 
County. Will show that she’sbeing paid for full time work, she does not do. Cal Sutker 
approves her time knowing that she is a ghost. 


lSurveillance will also demonstrate thaf 


iTwho lives next door 


CXLdo 

isedto 


td 


has only been scctf 


on a 


attended a mcetingf 


IHehasf 


] He is supposed to be 


nor has he ever even 


1 


]Cal Sutker[ 


From th d l lntervieu{ 


f P art) Panozzo onjl v works n few days per pay period, aitnougn 

she is paid as a full time employee and that| js a complete ghost 



He is a| |who will also verify the 

above. 

From the 




VDon’t know her name) 

I Baxb Panozzo 
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FD-302 (Rev. 10-6-9J) 




- 1 -: 

FEDERAL BUREAU OF INVESTIGATION 


Date of tr inscription 08/09/1999 

Source, who is not in a position to testify, provided the 
following information regarding: 


NAME: 

DATE OF BIRTH (DOB) : 

SOCIAL SECURITY 

ACCOUNT NUMBER (SSAN) : | 

ILLINOIS DEPARTMENT OF PUBLIC AID information associated 
with the name, SSAN and DOB. listed above: 

PUBLIC AID files are negative. 

UNITED STATES DEPARTMENT OF LABOR information associated 
with the. following name; and SSAN: 


NAME: 

SSAN: 


UNITED STATES. .DEPARTMENT OF LABOR records are. positive. 
EMPLOYER’S NAME QUARTER'S EARNINGS REPORTED 


1 .; 


, 2 . 
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Investigation on 
File# 
by 




8/4/99. \ ' 'i. 


194B-CG 



at ts nley Park, Illinois (teiephonicallv) 

Date dictated 8/4/99 """" 



This docurnent conti ins neither recommendations nor conclusions of the FBI, It is the property of the FBI and is loaned to your agency; 
it and its contents are not to be distributed outside your agency. 



(01/26/1998) 


* • 

FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE 


Date: 10/15/1999 


To:; Chicago 


Attn: [ 


WC-3. Rotor 


From: 


Chicago 

WC-3 

Contact: 


S/)[ 


Approved By: 

Drafted By: 

Case ID #:. 194B-CG- 110663 


rpw^ 

(Pending) 


Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 
13TH DI STRICT ; 

BARBARA .PANOZZO: 


CSLPO- STATE LEVEL; 
00:- CHICAGO 


b6 

b7C 


Synopsis:; Request; the. .following subfiles be' opened as necessary. 

Details:; The following subfiles, need to be; opened in the; above;-: 
captioned case: 

Code Standard Subfile 

CO Court Orders. 

TEL Telephone. Subscriber ‘and Toll Information. 


♦♦ 


l 



U.S. Department of Justice 


Federal Bureau of Investigation 


Room 905. 

io Reply, piease^tfer to 219 South Dearborn Street 

FiieNo. Vt^4 B - CG - 110663 .Chicago, Illinois 60604 

December 16, 1999 



Manager 

U.S. Postal Inspection Service; 
Operations Support Group 
222 South Riverside Plaza 
Suite. 1250 

Chicago, Illinois 60606-6100 


Dear Inspector Manager: 


Enclosed' are Forms. 2006, dated September 28 and October 
4, 8, 21, and 26, 1999, along with the. enclosed" 2009s received, 
from your office with regards, to- the .mail cover, your file, 
numbers 99-1640-000 .and 99-1641-000 < 


Please contac t SA 
you have, any • questions .. 


at[ 


if. 


b6 

blC 


Sincerely, 

Kathleen,. L. : Me 
Special Agent in Charge 






( 01 / 26 /l»$) 


FEDERAL BUREAU OF INVESTIGATION 


Precedence : ROUTINE 
To : Chicago 


Date: 12/16/1999 


Attn: SSA 

Hail Cover Coordinator 


From: Chicago 

Squad WC-3 
Contact: Sa[ 


Approved By: 


Drafted By: 
Case ID #: 


k pw 

V —^1° 

194B-CG-110662T (Pending) 
66-5562 


Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 
13TH DISTRICT; 

| BARBARA PANQZZO.^ 

CSLPO STATE LEVEL; 

00: CHICAGO 


Synopsis: See; Details.: 

Details: Attached is a check; list completed in. compliance; with 
Mail Cover Procedures.; 


♦♦ 
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FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE Date: 02/09/2000 

To: Chicago 


From: 


Chicago 

WC-3 

Contact: 


SA 


Ext. 


Approved By: 

Drafted By: 

Case ID #: 194B-CG-110663 


|:rpw 

(Pending) 


Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 
13TH DISTRICT; 

BARBARA PANOZZO; 

I L - 

CSLPO - LOCAL. LEVEL 



Synopsis: Plan for simultaneous interviews in ghost, payrolling 

case On February 9, 2000. 


Details: On February 9, 2000, agents will attempt to conduct 
simultaneous interviews of Various -individuals believed to be 
involved or have knowledge of a ghost payrolling scheme within 
the office of Cook County Commissioner CALVIN SUTKER, 13th 
District . 


investigation has revealed that i 
.EUTKER’S Chi ef of Staff, BARBARA PANOZZOT 
I for SDTKERl 


Dur ing that time.' 


was reportedly working other 


SUTKER .reportedly 


SUTKER is the 

Commissioner responsible for overseeing the North Shore Mosquito 

Abatement District and has contacts within the Secretary of 

Bmmls r>f f j ne • I I 


for ? DTKER. and 
BARBARA. 


PANOZZO remains in contact with. 


interviews with SUTKER 


and 


have, revealed that 


b6 

b7C 

b7D 


b6 

b7C 


!1 



Chicago From: Chicago 
194B-CG-110663, 02/09/2000 


stated 

had these argument over 


sending | 
recallec 


time at ter makinc 


-that SUTKER menti one< 

| several tim es. I 

lese comments, 


Investigation has revealed that BARBARA PANOZZO engages, 
in some legitimate work as SUTKER’s Chief of Staff, but shows up 
only occasionally and engages in fundraising and campaign work 
while she is. on County time. Surveillance revealed that; BARBARA. 
PANOZZQ would go occasionally go into the; office; in the late 
morning and stay for a short time. Surveillance on | I 

|f ailed to show any legitimate work being done tor SUTKER 

.artn i at-pr rpvpal pH hi employment with the | 

has been photographed painting the 

exterior of his. home and lawn maintenance during business hours.. 



2 










To: 

Re:- 



Chicago From: Chicago 
194B-CG- 110663 , 02/09/2000 


BARBARA PANOZZO has worked for SUTKER for approximately 
25 years in v arious capacities . SUTKER has assisted several of 
I in obtaining employment with Cook County, including 


In addition, BARBARIC 


b6 

b7C 


run SUTKER' s campaigns for several years. 


1 lives with 


b6 

b7C 


BARBARA PANOZZO lives I | at 2041 West 110th Place, 

C hicago , Illinois. SU rvei 1 lance indicated thatf 
a 

by 




as 


who should have kno wledge of the hou rs kept 


SUTKER. 


Jauring the time he was 


]to 


All interviewees should be asked the speqi f ics 
regardin g the natur e and type of work, performed by 


3 


pursuant to [ 


correspondi ng work Product , 
asked about! 
nature of t 


fand any 


b6 

b7C 


In addition, interviewees should be 
other sources of empl oyment and the 


e worK pertormed. and the hours kept by 


Barbara; panozzo. 


AUSA 


will, provide; each interview team 


with a personal subpo ena fo r each of the f ive individuals sought 


for interviews . AUSA 
writer can be contact at [ 
questions. 


can be Paged at ! 

]or signal[ 


b6 

b7C 


and 


with any 


identifiers and Addresses for the interviewees are as 

follows : 

COMMISSIONER CALVIN SUTKER 
9214 N. Kostner Ave HEIGHT: 6'0" 

Skokie, IL WEIGHT: 180 

DOB:; 05/23/23 HAIR: Grey 

Vehicles: 1995 BUick; 4 -door - IL Plate. ‘CS-RP* 

BARBARA J. PANOZZO 

2041 West 110th Pi HEIGHT: 5'4" 

Chicago, IL WEIGHT: 150 

DOB:; 06/29/1936 HAIR: White 

Vehicle : : 1 9 95 : Pontiac; Grand Am (Green), >- IL Plate “CMK-913" 


b6 

b7C 






AUG- 15-00 01 :25 PM COMPTROLLER 

,'V *•-.'/! 

L/ dLJJn * 


H. anOG8« J«. mcskxnt 

9 Of COUNTY COMMIttlOMCM 


3126036122 


P. 01 



COUNTY OF COON 

Orrice or thi Comptroller 

NOOM 800 COUNTY lUlltOINQ 

Chicago, Illinois totoa 


JOHN P. CHAMBERS 

COUNTY COMfTNOll.** 


FAXJTRANSMTTTaL 


DATE: 

TO: 


^ — - Y ^ 


— ■- 



7$(o-A s%s 
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COOK COUNTY COMPTROLLER'S FAX £: (312) 603*«S^ ^ 
PAGES BEING SENT, INCLUDING COVER 


MESSAGE: 







A-£^-c&&<r 



jWf-cCr-noub? 




RUG-lS-00 01:26 PM COMPTROLLER 


3126056122 
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•COUNTY OF COOK • 

Bureau of Human Resources 

IIS North Clark St. Rm 840 
Chicago, Illinois 60602 
(312)603*6091 


STANDARD JOB DESCRIPTION 



Job Code: 0048. 
Salary Grade:_JjL_ 


Administrative Assistant III 


Job Summary; 

Performs specialized administrative work within an office or clinical setting, which may include a wide range of 
secretarial duties; handles a variety of situations and contingencies that may arise; assists in the coordination of 
various, units or activities of the agency or department; assumes primary responsibility for key elements of 
administrative operations; may assume supervisory responsibilities relative to clerical/secretarial pool or other 
support staff; may conduct evaluations ofpersons and program efforts. Demonstrates expertise and comprehensive 
knowledge of various aspects of support operations within a given purview. 


Typical Duties: 

Performs highly specialized administrative and/or secretarial work; handles a. .wide variety of complex 
administrative situations. and conflicts within the department requiring discreet and authoritative intervention. 
Oversees the operations of various interactive clerical and secretarial support units; functions as a key facilitator 
to ensure that critical administrative support is forthcoming in a timely and efficient manner. 

Supervises subordinate support staff, as required; assigns work, sets priorities, time tables, formats and goals for 
support personnel engaged in a variety of non-routine functions. Reviews work and assesses its completeness, 
accuracy and overall quality. 

May evaluate subordinate staff relative to job performance and conduct. 

Maintains a high level of interactive communication with professional staff, supervisors and managers in order to 
properly assess the clerical, secretarial and administrative needs and urgencies of the department. 

Notes commitments made by executive during meetings and arranges for staff implementation. Arranges for staff 
members to attend conferences and meetings; establishes appointments, screens and reschedules appointments. 

Prepares and/or proofs outgoing correspondence for executive's approval. Composes original correspondence for 
supervisor's signature by drawing upon firsthand knowledge of specific policies, programs and procedures. 

Reviews and summarizes the content of incoming correspondences and materials. Coordinates such information 
with agency’s needs or agenda; draws attention to important parts or conflicts. 

Utilizes standard keyboard to apply various computer or software application to assigned tasks and to process 
information, or may.so direct others as required. 


AUG-15-00 01:26 Pn COMPTROLLER 


3126036122 


P.03 




» , * 



ob Code: 


0048 


Page2 


In the executive's absence, ensures that requests for action or information are relayed to the appropriate staff 
member; as needed interprets requests and helps implement action; makes sure that information is fumistiea in 
timely manner; decides whether executive should be notified of important or emergency matters. 

Minimum Quali fications: 

• Possession of a High School Diploma or Q.E.D. test certificate. 

• Graduation from an accredited college or university with a Bachelor's degree, preferably in relation 
to area of assignment, OR, an equivalent combination of education, training and professional work 
experience pursuant to acquiring the knowledge, skills and capabilities indicated herein. 

• Ability to meet other screening criteria as may be noted. 

Knowledge. Skills. Abilities and Other Ch aracteristics: 

Ability to work cooperatively with administrative, supervisory,, technical and professional personnel, in. the 
coordination or delivery of services as provided by the agency. 

Ability to acquire a thorough knowledge of specialized administrative procedures and regulations particular to area 
of assignment. 

Knowledge of good office management principles; knowledge of good supervisory and training techniques. 

Ability to make sound decisions and carry out programs affecting one’s own work and the work of others in a 
changing work environment. 

Skill and proficiency in the use of.a keyboard as applied to the operation of typewriters, word processors and 
personal computers as may be required based on area of assignment; 

Skill in the application, of basic organizational or bookkeeping principles and methods relative to maintaining 
important financial, statistical or other records may be required. 

Good attention to multifarious detail; ability to proof, verify and edit complex data, transcribe and cross reference 
data from personal computer and documents. Ability to follow-up in a thorough and timely manner relative to 
unresolved business. 

Skill and knowledge, as ntay be pertinent to the area of assignment; in connection with correct technical, legal, 
medical and other language usage, punctuation and grammar, and their proper application to business forms, letters 
and records. 

Skill and accuracy in the control, organization and maintenance of files and records according to Various methods. 

Good communication skills; ability to exercise diplomacy, gather, information from, others and make inquiries; 
ability to convey information and explain or discuss office policy and procedure with, others in person or by 
telephone. 

Skill in the operation of standard office equipment including dictaphone where required. 
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Skill in the application of complex instructions, written and verbal; ability to accurately relate such instructions m 
full or part to other administrative staff. 


Ability to coordinate several tasks at one time and perform well under pressure; ability to fill in for and Perform the 
duties of designated support staff, as needed; ability to relieve management of certain administrative functions. 

This position may require traveling to work assignments for which the employee must provide his or her own 
adequate means of transportation. 


The duties listed are not set forth for purposes of limiting the assignment of work. They are not to be 
construed as a complete list of the many duties normally to be performed under a job title or those to be 
performed temporarily outside an employee’s normal line of work. 


revised J2/9S 
jobd«c\0048 

Cl 
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FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE 


Date: 01/23/2002 


To : Chicago 


From: Chicago 

Squad WC-3 
Contact: SA 


Approved By: 


yu) 


Drafted By: [ 


Case ID # : 194B-CG- 110663 (Pending) 

Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 

13TH DISTRICT; 

BARBARA PANOZZO: 

CSLPO - LOCAL LEvEL 

Synopsis: Plan for simultaneous interviews of Cook County 
Commissioners on January 24, 2002 at 10:00 a.m. 

Details: On January 24, 2002, Squad WC-3. agents will attempt to 
conduct simultaneous interviews of various Cook County 
Commissioners regarding their contact with an individual believed 
to be Involved in a ghost payrolling scheme within the; office of 
Cook County Commissioner' CALVIN SUTKER, 13th District . 


investigation has; revealed that; 


IsUTKER.'S Chief-Of- staff, BARBARA PANOZZd 

i 




1 

Durincr the 



I 1 Interviews 

have revealed 



that SUTKERI I 


SUTKER. Was. the. Commissioner responsible f or overseeing the NSMAD 
and has Contacts within the ISOS' office: I 1 


1 


■SUTKER and 

AS a 



b6 

hlC 


b6 

b7C 

b7D 





To:; Chicago Froi^ Chicago 
Re: 194B>CG-110663, 01/23/2002 



SUTKER 


who arranged for 


several conversations with SUTKER. 


after 


Investigation has revealed that; B. : PANOZZcf" 


run SUTKER' s 


political campaigns, for years and sutker. nas~aided B. : PANOZZO 1 s 


B., PANOZZO a lso runs SUTK ER 1 s political organization, 

has. been yn and off of the 


Friends of Cal Sutker 
Friends of Cal Sutker payroll numerous times 


I 


|iri. SUTKER ' s. county office.; As of the end of 1998, 
SuTKer. had loaned, his political organization, approximately 
$115 , 000 . Thi s debt is believed to be the financial motive for 
SUTKER shiftind I 


T 


and I 


Interviews with SUTKElj" 


1 have revealed -thaE! 





oh any 

projects, that, involved 



have, indicated that. SUTKER. and. B .: 
PANOZZO had several heate d discussions in which they' argued about; 

ISUTKEfl I Each time. B.- 'PANOZZO 


convinced. SUTKER toL 


J 


successful in finding! 
foUaht' success fully toT 


1 When SUTKEf t ' was 

■ B. PANOZZO 


finpnfipaUv. I 




During a brief; interview,; B- panozzo indicated that ] | 
worked, on matters; concerning! I 


J 


Investi gation has fa iled to 

nncerning 


t 


reveal any substantive worx performed, by 
any' of these; locations .; It is also believed that; 
might- include the then! 


1 




for Siwm. 


as possible worK done' 

i 


has indicated that; these are alt matters he 


b6 

b7C 


b6 

b7C 


b6 

b7C 

b7D 


b6 

b7C 

b7D 


b6 

b7C 
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To:; Chicago Froi^^ Chicago 
Re:; 194B-CG-110663, 01/23/2002 


worked on without any assistance, or input; frorr j ~| . It. is 

believed that SUTKER. worked With many of the. other County 
Commissioners on business related to; these matters.; 

In, addition, these. Commissioners each have art office drt. 
close, proximity to SUTKER.' s. office, irt. the County Building, 118 
North Clark Street, Suite; 567, Chicago, Illinois.; 

All interviews with the; Commissioners, should focus, at; 
a minimum, On the following areas, for the time, frame Of 12/98 to. 
10/99:; 


Any' questions, or problems, that; arise, during the. 
interviews cvjn be di rected to th e Writer, | 1 o r 


signal 


-or 


] telephone^ 


] pager 



To: Chicago FroJ® 
Re 1 94B - CG- 110663, 


Chicago 

01/23/2002 


Below is a list of teams, with a primary and secondary 
Commissioners to interview if" possible: 


Te am #1 

SA 

SA 


Te am #2 

SA 

SA 


Team #3 

SA 
SA 


Primary 

Commissioner 

Secondary 

Commissioner 

Commissioner 

Commissioner 

Primary 
Commissioner 
Secondary 
Commissioner 
Commi s s ione r 


[ 


Primary 

Commissioner 





FEDERAL BUREAU OF INVESTIGATION 


Precedence : ROUTINE’ 

To : Chicago 

From: Chicago 
WC-3 

Contact: SSA 

Approved By: 

Drafted By: 


Case ID #: 194B-CG-105939 / 
194B-CG-110663^ 

1 9 4 B - CG -1142 73 

Title: LIAISON CONTACTS;’ 
SQUAD WC-3 


Date: 03/20/2002 



Synopsis: To document contact: with (Protect; Identity) 


] on 3/11/02. 


] 


Details; f 


]advised he had noticed the; anil tv plea of I I 


that 


and understood he had been appointed 

] ; In that regard, 


was allegedly!" 


Jmay be 


an 


advised 
who was 
Believes 


J 


now. 


advised that he had seen newspaper articles 
concerning Cook County Commissioner Calvin Sutker being under 
investigation for ghost payrolling.- | | state d that 


Commissioner Sutke rl" 


] assigned to; the; 


♦♦ 


s * 






U S. Department of Justice 
Federal Bureau of Investigation 


la Reply, Please Refer to . < */ 

FifeN* 194B.-CG- 110663 


219 South, Dearborn 
May 28, 2002 


Illinois Environmental Protection Agency 
Vehicle Emissions Test; Program 
1021' North Grand Avenue. East. 

Springfield, IL 62794 

RE;; Vehicle. Emissions Information - HB 208/J873377 


Dear 


The purpose of. this letter is. to confirm that Special 
Agent f~ ... I Chicago Division, is seeking information. b6 

from the Illinois Environmental Protection Agency on the, above-: b7c 

..referenced vehicle, emissions, tests in conjunction with an. 
official investigation.; 


l 

Sincerely, 


Thomas J. Kneir 
Special Agent; in Charge; 



supervisory special Agent; 


Jiobb?- IS ' 



(Rev. 01-31-2003) 


• • 

FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE 


Date: 


02/20/2004 

WC-3 



Case ID #: 1 9 4 B - CG - 1 0 5773 
194B-CG- 108734 
1 9 4B - CG - 11 0 6 6 3 
194B-CG-111479 
194C-CG-121110 


(Pending) 
(Pending) - ^ 
(Pending) — \\^ 
(Pending) 
(Pending) . 5 - 


Title: I l 

d/b/a WINDY' CITY LABOR SERVICE, 
d/b/a WINDY' CITY MAINTENANCE, 
d/b/a' REMEDIAL ENVIRONMENTAL MANPOWER, 
d/b/a AMERICAN MANAGEMENT AND CO NSULTING 


b6 

b7C 


Synopsis: Request that the, above -referenced files be. reassigned 
to Squad WC-2 . 


Details:; The purpose of this communication is. to; request, that; 
the above- referenced files be reassigned from Squad. WC-3 to Squad 
WC -2 pursuant, to the. recent; split of Squad WC-3 v. 


♦♦ 




] c- 


0 W 


L 





(Rev. 01-31-2003) 


• • 

FEDERAL BUREAU OF INVESTIGATION 


Pr ec edenc e s. ROUTINE 


Date: 06/02/2004 


To: Chicago; 

From: Chicago 

SqUad WC-2 
Contact: SA 


Approved By: 

Drafted By: 

Case ID #:; 19 4B - CG - 1 1 0 663 ( Pending ) 

Title: SUTKER, CALVIN, 

COOK' COUNTY COMMISSIONER, 

13TH DISTRICT, 

PANOZZO, BARBARA, 

CSLPO ’LOCAL .LEVEL 



Synopsis: Request; reassignment; of the above- captioned case and 
provide a status of the; investigation. 


Details: The purpose of this communication is to request that 
the. above T cant i on e,d matter be. reassigned to SA.[ 
due. to SA 


transfer to the Minneapolis Division. 


The. above -captioned matter, a ghost; pa yrolling 
investigation, is fully-investigated and subject 
has be^ n i mmunized and pl aced into the; Grand JurvT ausas 
and | | had anticipated putting 


a 


into the Grand Jury one more time and then; making a charging 
decision . 


b6 

b7C 


he 

hlC 


♦♦ 



VHk-u*- Vl 




FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE 


Date: 12/21/2004 


To : Chicago 


From: 


Chicago 

WC-2 

Contact: 


SA 


Approved By: 

F 

Drafted By: 

— r 


Case ID #:' 194B-CG-110663 (Pending) 


Title: CALVIN SUTKER, 

COOK COUNTY COMMISSIONER, 
13TH DISTRICT; 

BARBARA PANOZZO: 


CSLPO- LOCAL LEVEL 
Synopsis: Case status update. 


Details: On December 21, 2004^ 

United States Attorney (AUSA) [_ 

of the above -captioned case.: AUSA 
no investigative work. that, negds to be dop e, 
that she will speak t y AUSaI 
whether or not; to put 


the writer spoke, with Assistant 
^regarding the. status 
advised .that there is 


AUSA 


advised 


and they will decide 


JJLnto the grand iu rv again 

and. pursue a poten tial perju ry charge against him. AUSA 
will speak to AUSA ' ' ‘ ' * ’ • ' ‘ ‘ * 


as soon as possible. 


and .relay their decision to tne writer 


b6 

b7C 


b6 

b7C 






FEDERAL BUREAU OF INVESTIGATION 


Precedence: ROUTINE Date: 01/27/2006 

To: Chicago 
Prom: Chicago 

WC-2 , * 

Contact: SA 


Approved By: 


Drafted By: 


Case ID #:; 134B-CG-110663 (Pending) 

Title: CALVIN SUTKER, ET AL; 

CSLPO - LOCAL LEVEL 

Synopsis: Report Of destruction of evidence. 

Details:; Items 1B1 and 1B2 were destroyed on January 27, 2006. 
As; "all evidence has been destroyed, it is requested that this 
case be closed. 




T: 027jolv01.-ec. 


I CC4,J 



